OUT IN. THE COLD.

1.   POOR OLD BROWNIE.

'' 1. " What a sharp night it is, Peter, to be
sure !" said a pale woman to her husband,
as she sat rocking her baby in its cradle
by the fire.

2. Shehadbeen
but poorly, and
had felt the cold
very much.
" Very sharp, in-
deed !" said her
husband. "Ifeel'
pains in all my
poor old bones."
3. " If you and I feel
cold here," said he, "by
the warm fire, after our
good supper, what must it be outside, for
those poor souls that have nothing to eat,
and no fire ? "

